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Message Text 

UNCLASSIFIED 

PAGE 01 BAGHDA 00155 231105Z 
ACTION NEA- 10 

INFO OCT-01 ISO-00 EB-08 PASS-00 /019 W 

231111Z 015703/12 

R231030Z JAN 77 
FM USINT BAGHDAD 
TO SECSTATE WASHDC 4064 
INFO USDOC WASHDC 

UNCLAS BAGHDAD 0155 

E.0.11652: N/A 
TAGS: BTIO, BFOL, IZ 

SUBJECT: INEORMATION ON US-MANUFACTURED DESERT COOLERS 

TO: MR. C.B. JAKES 
GENERAL MANAGER 
APPLIACE MOTOR DIVISION 
WESTINGHOUSE ELECTRIC CORPORATION 
2025 EAST 4TH STREET 
BOX 566 

LIMA, OHIO - 45804 
TELEX: 24-2439 

REEERENCE: JAKES USINT TELEX MESSAGE NO. 72 OF DECEMBER 30, 

1976 (NOTAL). 

IRAQI OFFICIAL IS INTERESTED IN COMPLETE DESERT COOLERS AND NOT 
IN ELECTRIC MOTORS TO POWER DESERT COOLERS. PLEASE REQUEST 
MAJOR COOLER MANUFACTURERS TO SEND US DETAILED SALES AND 
TECHNICAL SPECIFICATIONS OUTLINING TYPES OF AIR FILTERS AND 
FILTER MAINTENANCE PROCUDURES USED FOR FOLLOWING THREE 
SIZES: 

(A) 2,500 CUBIC FEET PER MINUTE 

(B) 4,500 CUBIC FEET PER MINUTE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BAGHDA 00155 231105Z 

(C) 7,500 CUBIC FEET PER MINUTE 

MANUFACTURERS SHOULD ALSO INDICATE PRICES EOB AND/OR FAS. 

US INTERESTS SECTION 
BAGHDAD, IRAQ. 

WILEY 
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NOTE BY OC/T: PASSED ABOVE ADDEE. 
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